To:  Nathanael  Massey[nmassey@eenews.net] 

From:  Microsoft  Outlook 

Sent:  Thur  8/13/2015  1:18:36  PM 

Subject:  Undeliverable:  1 1 :20  AM  MDT  : EPA  Administrator  Gina  McCarthy  Holding  Media  Availability 

in  Farmington,  NM 

1 1 :20  AM  MDT  : EPA  Administrator  Gina  McCarthy  Holding  Media  Availability  in  Farmington,  NM 


us-smtp-1  .mimecast.com  rejected  your  message  to  the  following  email 
addresses: 

Nathanael  Massev  ( nmassev(Q)eenews.netl 

Your  message  couldn't  be  delivered  because  the  recipient's  email  system  reported  the 
following  error:  '550  Invalid  Recipient  - 

http://kb.mimecast.com/Mimecast_Knowledge_Base/Administration_Console/Monitoring/Mimecast_SI' 

It's  possible  it's  a temporary  issue  with  their  email  system.  Try  to  resend  the  message.  If 

the  problem  continues,  contact  the  recipient  by  some  other  means  (by  phone  for 

example)  and  ask  them  to  tell  their  email  admin  about  the  problem.  Be  sure  to  give  them 

the  error  above,  as  it  will  better  help  them  diagnose  the  problem. 

For  Email  Administrators 

This  error  is  being  returned  by  the  recipient's  email  system  but  it  doesn't  include  a valid, 
specific,  enhanced  SMTP  status  code,  making  it  difficult  to  assess  exactly  what  the 
problem  is.  Please  carefully  examine  the  error  reported  by  the  recipient's  email  system 
to  help  diagnose  and  troubleshoot  the  problem.  Only  the  recipient's  email  admin  will  be 
able  to  fix  this. 


us-smtp-l.mimecast.com  gave  this  error: 

Invalid  Recipient  - 

http;//kb.mimecast.com/Mimecast_Knowledge_Base/Administration_Console/Monitoring/Mimecast_SMT 


Diagnostic  information  for  administrators: 


Generating  server:  BYlPR09MB0455.namprd09.prod.outlook.com 


nmassey@eenews.  net 

us-smtp-l.mimecast.com 

Remote  Server  returned  '550  Invalid  Recipient  - 

http://kb.mimecast.eom/Mimecast_Knowledge_Base/Administration_Console/Monitoring/Mimecast_SMTP_Error_Codes#5E 


Original  message  headers: 

Reece::'!,,,, ve;d:  from  BYlPR09MB0454.namprd09.prod.outlook.com  (10.160.109.24)  by 
BYlPR09MB0455.namprd09.prod.outlook.com  (10.160.109.25)  with  Microsoft  SMTP 
Server  (TLS)  id  15.1.231.21;  Thu,  13  Aug  2015  13:18:32  +0000 


1797906 


ED  000552G  00003899-00001 


Received:  fromBYlPR09MB0454.namprd09.prod.outlook.com  ([10.160.109.24])  by 
BYlPR09MB0454.namprd09.prod.outlook.com  ([10.160.109.241)  with  mapi  id 
15.01.0231.021;  Thu,  13  Aug  2015  13:18:32  +0000 
From:  "Purchia,  Liz"  <Purchia . LizSepa . gov> 

To:  "Purchia,  Liz"  <Purchia . LizSepa . gov> 

Subject:  11:20  AM  MDT  : EPA  Administrator  Gina  McCarthy  Holding  Media 

Availability  in  Farmington,  NM 

Thread-Topic:  11:20  AM  MDT  : EPA  Administrator  Gina  McCarthy  Holding  Media 
Availability  in  Farmington,  NM 

Thread Index:  AdDVymGqiEvo/MeOSsGf j / 9h2UXC9g== 

Date:  Thu,  13  Aug  2015  13:18:32  +0000 
Message- ID : 

<BY1 PRO 9MB04547CED5337 4 02 69FB858B4FB7D0@BY1PR09MB0 454 .namprdO 9 .prod. outlook. comb 
Acce;pt -Language : en-US 
C o n t e n t - L a n g u a g e : en-US 

X MS Has-Attach : 

X MS TNEF-Correlator : 

authentication-results:  spf=none  (sender  IP  is  ) 
smtp  . inailf  rom=Purchia . LizSepa . gov; 

X originating-ip : [134 .67.6.11] 

X :m,  i c r o s o f t - e x c h a n g e - d i a gn  o s t i c s : 

1;BY1PR0  9MB0455;  5 : ZLATDCEuBqnFpzv2qvPyakg31agyS9yCRNU+APBxFNfFJvntZWxR/:r:MPQqpD/IpYu/Y122+R 
x-microsoft-antispam:  UriScan : ; BCL : 0 ; PCL : 0 ; RULEID : ; SRVR:BY1PR09MB0455; 

X - :m,  i c r o s o f t - a n t i s p am  - p r V s : 

<BY1 PRO 9MB0 455 O7E3OF5B42ClA43B85OOFB7DO0BYlPRO9MBO455.namprdO 9 .prod. outlook. com,> 
x-exchange-antispam-report-test : UriScan: (108003899814671); 

X- exchange -an tispam-report-cf a- test : 

BCL, : 0 ; PCL : 0 ; RULEID:  (601004)  (5005006)  (3002001); SRVR : BYl PRO  9MB0  4 5 5 ; BCL : 0 ; PCL : 0 ; RULE ID:; SRVR : 
x-forefront-prvs : 0667289FF8 
x-f oref ront-antispam-report : 

SFV:NSPM;SFS:  (10019020)  (6029001)  (189002)  (377454003)  (124975003)  (199003)  (107886002)  (50019601 
received-spf : None  (protection.outlook.com:  epa.gov  does  not  designate 
per:m,itted  sender  hosts) 

Content-Type : multipart/ alternative; 

boundary="_000_BYlPR09MB04547CED533740269FB858B4FB7D0BYlPR09MB0454nainp_" 
MIME-Version:  1.0 
X-OriginatorOrg : epa . gov 

X-MS-Exchange-CrossTenant-originalarrivaltime : 13  Aug  2015  13:18:32.3852 
(UTC) 

X MS Exchange-CrossTenant-f romentityheader : Hosted 

X MS -Exchange -CrossTenant- id:  88b378b3-674  8-4867-acf 9-7  6aacbeca6a7 

X MS Exchange -Transport-Cr os sTenantHeaders Stamped:  BYl PRO 9MB0455 


1797906 


ED  000552G  00003899-00002 


